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24 September 1902 


MEMORANDUM FOR: Deputy Assistant Director, OSA-DD/R 
SUBJECT : DC Generator Failures on U-2 Aircraft 
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DC Generators are standar d Air Force equipment and 
are obtained by the [ 


] from normal Air F orce 
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complaint 


and have requested 


the following actions: 
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a. 


Ito perform teardown inspection 

on the two faulty generators and submit 
findings and recommendations to this 
Headquarters . 
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b. Ito import apparent poor quality 

control to the prime UBAF depot concerned 
and request corrective action. 


c. 


| to institute new SOP whereby LAC 

will pre- inspect all DC generators prior 
to issue. 


d. 


| to send all reparable DC gener- 
ators to LAC for repair unless adequate 
quality control from prime USAF depot can 
be assured. 


Chief, Materiel Division 

OSA-DD/R 
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